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PAGE 01 SAN SA 03930 302128Z 

73 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 OPIC-06 XMB-04 TRSE-00 /028 W 

044534 

R 302055Z AUG 76 
FM AMEMBASSY SAN SALVADOR 
TO USDOC, WASHDC 
INFO SECSTATE WASHDC 1999 

UNCLAS SAN SALVADOR 3930 

PLS PASS INFO OPIC; FCIA; EXIMBANK 

E.O. 11652: N/A 
TAGS: BTIO, ES 

SUBJECT: FOREIGN GOVERNMENT TENDER (PREQUALIFICATIONS TO SUPPLY 
POWER TRANSFORMERS) 

REF: STATE A-l 168, 2/1 1/74 

1 211/01/T-0036 

2. 082776 

3. J. BELL 

4. 211 EL SALVADOR 

5. N 

6A. REPLY/WRITE TO - 

6B. — 

6C. HARZA ENGINEERING COMPAN 
150 975# 2-CKER DRIVE 
CHICAGO, ILLINOIS 60606 

7. LICITACION NO. CEL-498 - TRANSFORMADORES DE PONTENCIA 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SAN SA 03930 302128Z 

8. PREQUALIFICATION INFORMATION MUST BE SENT TO HARZA 
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ASAP; THE BID OPENING IS SCHEDULED FOR 1 10476. 

9.201 

10. 3612238-0500 - THE GOES'S HYDROELECTRIC COMMISSION (CEL) 

INVITES INTERESTED MANUFACTURERS OF WORLD BANK MEMBER COUNTRIES, 

AND OF SWITZERLAND, TO SEND HARZA PREQUALIFICATION INFORMATION 

TO QUALIFY FOR BIDDING ON THE DESIGN AND SUPPLY OF 

(1)3 COMPLETE ELECTRICAL POWER TRANSFORMERS AS FOLLOWS: (A) 

30,000/40/000/50,000 KVA 3-PHASE, 60-HZ, 1 10KV WYE TO 46 

KV DELTA FOR CEL'S "SANTA ANA" AND "GUAJOYO" SUBSTATIONS; 

(B) 1 10 KV WYE TO 23/46 KV DELTA, FOR THE "NUEVO CUSCATLAN" 

SUBSTATION; PA/FA/FOA; PA/FA/FA, OR PA/FOA/FOA; AND (2) 

361277: ONE LOT OF REPLACEMENT PARTS FOR THE MENTIONED POWER 
TRANSFORMERS. APPLICANTS FOR PREQUALIFICATION SHOULD SUB 
MIT THE FOLLOWING: (1) EXPERIENCE RECORD IN THE MANUFACTURE 
OF EQUIPMENT SIMILAR TO THAT REQUIRED; (2) STATEMENT OF FINANCIAL 
RESOURCES; (3) DESCRIPTION OF PLANT AND ORGANIZATION; (4) 

BANKING REFERENCES, AND (5) ANY OTHER INFORMATION WHICH WOULD 
AID IN JUDGING THE MANUFACTURER'S QUALIFICATIONS. DELIVERY 
OF THE POWER TRANSFORMERS AND REPLACEMENT PARTS TO EL SALVADOR 
IS REQUIRED BY MARCH, 1978, FOR THE "SANTA ANA" AND "GUAJOYO" 
SUBSTATIONS, AND BY AUGUST, 1978, FOR THE "NUEVO CUSCATLAN" 
SUBSTATION. 

11. TECHNICAL TENDER SPECIFICATIONS AND CONTRACT DOCUMENTS 
NO. 960-1 ARE EXPECTED TO BE READY FOR DELIVERY (FREE) TO 
QUALIFIED BIDDERS AT THE END OF AUGUST AND/OR SEPTEMBER, 

1976. THE COST OF THE POWER TRANSFORMERS AND THE REPLACE- 
MENT PARTS WILL BE JOINTLY FINANCED WITH A LOAN OBTAINED FROM 
THE WORLD BANK AND GOES (CEL) FUNDS. THREE COPIES OF THE TENDER 
ANNOUNCEMENT, IN ENGLISH, IN REPRODUCIBLE QUALITY, 

WILL BE AIR MAILED TO USDOC ASAP. 

LUBENSKY 


UNCLASSIFIED 


NNN 
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